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Standard  Tin  Clad  Fire  Doors,  shown  by  tests  and  examinations  conducted  by  Underwriters'  Laboratories,  to  be  in 
accordance  with  requirements  of  the  National  Board  of  Fire  Underwriters,  and  examined  at  factories  and.passed  by  Under¬ 
writers'  Laboratories,  Inc.,  are  labeled  by  stamping  in  the  tin  plates  or  by  attaching  brass  labels,  reading* : 


The  following  companies  are  equipped  to  supply  these  devices. 

Akron,  Ohio . Kasch  Roofing  Co.,  The . 

Buffalo,  N.  Y . Bauers’  Chas.  Sons . 

Dusing  &  Hunt . 

Machwirth  Bros.  Co . 

Peters,  G.  H.  &  Co . 

Chicago,  Ill . Lyon,  J.  L . 

McFarland,  J.  C.  &  Co . 

Cleveland,  Ohio . Callaghan,  J.  &  Son . 

Cleveland  Metal  Roofing  and  Ceiling  Co . 

Cleveland  Sheet  Metal  Works . 

O’Donnell  Safety  System  Co.,  The . 

Ohio  Roofing  Co.,  The . 

Riester  &  Thesmacher  Co . 

Kansas  City,  Mo . Johnson,  Geo.  W.  Mfg.  Co . 

Milwaukee,  Wis . Consolidated  Sheet  Metal  Works . 

Minneapolis,  Minn . Stremel  Bros.  Roofing  and  Cornice  Co . 

Newburyport,  Mass . Victor  Mfg.  Co . 

New  Orleans,  La . American  Sheet  Metal  Works . 

Holtzer,  R.  G . 

Nelson  Mfg.  Co.,  Ltd.,  A.  J . 

New  Orleans  Roofing  and  Metal  Works . 

New  York,  N.  Y . Howell  &  Lawrence . 

JAN  '•  '  193/  Manhattan  Fire  Proof  Door  Co . . 

Rapp,  John  W . 

■jNIVErsr  c  ILLINOIS  Westergren,  M.  F.,  Inc . 

Richmond,  Ind . Richmond  Safety  Gate  Co . 

San  Francisco,  Cal . Rulofson  Metal  Window  Works . 

St.  Louis,  Mo . Albert  &  Fischer . 

Caplan  Galvanized  Iron  Cornice  Co . 

Eberle,  J.  &  Son . 

Gerock  Bros.  Mfg.  Co . 

Harry,  O.  K.,  Steel  Works . 

Higgins,  Frank  B . 

Hopmann  Cornice  Co . 

Mesker  &  Brother . 

Missouri  Fire  Door  Co . 

Murphy,  E.,  &  Co . 

Powers  &  Boyd  Cornice  and  Roofing  Co 

Richmond  Safety  Gate  Co . 

Ruth  Cornice  Co . . . 

St.  Louis  Fire  Door  Co .  . 

Souther  Iron  Co.,  E.  E . 

Standard  Fire  Door  and  Contracting  Co . 

Von  der  Au  &  Cluss  Mfg.  Co . 

Wand  &  Niehaus . 

West  End  Cornice  Works . 

Toronto,  Ont.,  Canada. .  .Ormsby,  A.  B.,  Ltd . 


16-24  Canal  Street. 

.159  William  Street. 

,70  Main  Street. 

,201-09  Oak  Street. 

289-93  Oak  Street. 

.62-64  N.  Jefferson  Street. 

,27th  Street  and  5th  Avenue. 

1119  Superior  Avenue,  near  12th  Street,  N.  E. 
.3103-05  Detroit  Avenue. 

,6933-35  Superior  Avenue. 

.3062  Superior  Avenue,  N.  E. 

1477  Euclid  Avenue. 

325-329  Pearl  Street. 

,209-11  West  17th  Street. 

.661-73  Hubbard  Street. 

1215-19  Washington  Avenue. 

Carrollton  Avenue  and  Edinburgh  Street. 

317-323  Burgundy  Street. 

Scott,  Toulouse,  St.  Louis  Sts.  and^Carrollton  Ave. 
.1788  First  Avenue. 

.412-422  East  125th  Street. 

1  Madison  Avenue. 

,213-221  East  144th  Street. 

315-319  Monadnock  Building. 

.2529  South  Broadway. 

4412-4414  Easton  Avenue. 

.2014-2016  Laclede  Avenue. 

1352  Old  Manchester  Road. 

.2333-2335  Papin  Street 
924  North  Sixth  Street. 

.2500-2502  North  Jefferson  Avenue. 

,421-519  South  Sixth  Street. 

.100  South  Commercial  Street. 

.3727-3731  Easton  Avenue. 

,3614-3616  Laclede  Avenue. 

1117  Chemical  Building. 

,4299  Easton  Avenue. 

.Cass  and  Collins  Streets. 

.2206  North  Second  Street. 

.3025  Texas  Avenue. 

.2408  South  Jefferson  Avenue. 

.3008  Kossuth  Avenue. 

.4740  Delmar  Avenue. 

161-165  Queen  Street,  East. 
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